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DRAFTED BY: SCA/SCS:JTBLANTON:JAC 
APPROVED BY: SCA/SCS:JFHUGHES 
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UNCLAS STATE 189609 

FOLLOWING REPEAT STATE 189609 ACTION FRANKFURT 11 AUG 
QUOTE 

UNCLAS STATE 189609 
E.O. 11652: N/A 

TAGS: CASC(NYSTEDT, ROBERT O.) 

SUBJECT:WAV: MEDEVAC 
REE: ERANKEURT 5264 

1. WEISBADEN AF HOSPITAL CONTACTED INDIVIDUAL AT LGTT 
WASHINGTON WHO HAD BEEN ON LEAVE AND WAS NOT FAMILIAR 
WITH PREVIOUS DETAILS THIS CASE. LGTT EXPLAINED GENERAL 
REQUIREMENTS EOR MEDEVAC OF CIVILIANS AND WAS TOLD THAT 
PATIENT COULD NOT BE TRANSPORTED COMMERCIALLY, WHICH NOT 
CORRECT PER ERANKEURT 5065. 

2. SINCE COMMERCIAL TRANSPORTATION AVAILABLE, PLEASE 
ADVISE COST PER STATE 185960 AND RELATIVES WILL BE 
REQUESTED SIGN APPLICATION. IF RELATIVES REFUSE, NYSTEDT 
WOULD HAVE TO BE DECLARED INCOMPETENT BY GERMAN 
UNCLASSIFIED 
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AUTHORITIES AND GUARDIAN APPOINTED. CONSULAR OFEICER 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 

CANNOT BE APPOINTED GUARDIAN. GUARDIAN COULD THEN SIGN 
LOAN APPLICATION FOR PATIENT. IF GUARDIAN REFUSES SIGN 
APPLICATION, THEN CONSULAR OFFICER COULD SIGN APPLICATION 
WITHOUT RECOURSE. SISCO UNQUOTE KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: MEDICAL EVACUATION 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 AUG 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 89609 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SCA/SCS:JTBLANTON:JAC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750277-0490 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750863/aaaacdsr.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 FRANKFURT 5264 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 6 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 JAN 2003 by ReddocGW>; APPROVED <10 FEB 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: W/W: MEDEVAC 

TAGS: CASC, (NYSTEDT, ROBERT O) 

To: CINCUSAFE 
Type: TE 
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